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MINISTRY OF INDUSTRY AND CIVIL SUPPLIES 
(Department of Industrial Development) 

NOTIFICATION 
New Delhi, the 22nd May 1975 

S.O. 223(E). —In pursuance of clause (a) of paragraph 2 of the Electrical Cables and 
Wires Co ’ ro! Order, 1970 -and in supersession of the Notification of the Government of 
Tndifi in the j\ministry of Industry and Civil Supplies, F. No. 11/43/69-EI.Ind., dated the 
14th April, 1975, the Central Government hereby appoints Shri V. K. Kapoor, Deputy 
Secretary, Ministry of Industry and Civil Supplies (Department of Industrial Development) 
as controller for the purposes of the said clause. 

[No. F. 11/43/69-El.Ind.l 
R. K. TJKKU, Jt, Secy. 


( 1245 ) 




1246 THE GAZETTE OI INDIA EXTRAORDINARY [Part II—Sjsc. 3<ii) ] 

.-__ XZZ=2= ~ —■ _ __ _I 

3*rtH xftx *rmf*rv \frr 
(xftvtfav fkum fWwin) 

H$ 22 h£ 1975 

fTTo WTo 22 3 (Xf). —?%f*pT5T CHry JTTHH T.ujTh TO7, 1970 ^ 

2 ^ Tirr («p) ^sr^wrif ?m htth httk % T3ft*r*ft7 ^r)r% *rf?r 

pfaMff sffr «rftrgw fsu 11 / 43 / 69-^^51 14 snfcr, 1975 

*PT «rfErtf*PT "FT^ JIT HT$TT tJc^IRT HSTH rflT HWlTT cpf% vift.m 

farm Nnr) t gr-nfar, <sfrifr° (mjrtn:) 

fafiRT ^FT<fr t I 

[Ho qiTo 1 l/43/69-fiTHo ^o] 
«TTT° %» fkqnjr, HpFT Hf%9 • 
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